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TO AMCONSUL FRANKFURT 
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TAGS: ASE 

SUBJECT:SECURITY MAINTENANCE EQUIPMENT 

REF: FRANKFURT 3728 AND 3901, 5 JUNE 74 AND 6 JUNE 74 
OFFICIAL-INFORMAL FROM OIC/RTC TO CHIEF, SY/T 

FRANKFURT FOR RTC 

1. MOST ITEMS MENTIONED IN YOUR SIX JUNE 1974 O-I HAVE BEEN 
PROCURED FOR TSO USE BY HEADQUARTERS AND WILL BE 
DISTRIBUTED TO THE FIELD AS SOON AS RECEIVED. 

2. BALANCE OF AMOUNT IN RTC CONTINGENCY FUND IS TO BE USED 
AS FOLLOWS. ITEMS A THROUGH F ARE MANUFACTURED BY THE FIRM 
OF ENGEL GMBH. WHOSE ADDRESS IN 1970 WAS 6200 WIESBADEN- 

SCHIERSTEIN, RHEINGAUSTRASSE 34 36, TELEPHONE 06121/28 21, 

TELEX 4 186 860. SEE ALSO PAGE 82 OF THE NINETEEN SEVENTY- 
TWO RPT SEVENTY-TWO RADIO ARLT RPT ARLT CATALOG. IN ITEMS 
A AND B, THE MODEL NUMBER IS BELIEVED CORRECT FOR UNITS 
EQUIPPED WITH SMALL LIGHTS WHICH ILLUMINATE THE WORK SPACE. 
CORRECT INDICATED MODEL NUMBERS IF NECESSARY TO OBTAIN 
UNITS WITH LIGHTS. 

A. FIFTY EACH "ENGEL-LOETER", 20 RPT 20 WATT, MODEL 20S RPT 
MODEL 20S, -RLT 1972 CATALOG NO. B 79/450 RPT B 79/450. 
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TRY TO BUY THIS UNIT SWITCHABLE FOR OPERATION FROM EITHER 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


1 10 OR 220 VOLTS. IF SWITCHABLE UNIT NOT AVAILABLE, 

ATTEMPT TO BUY UNIT DESIGNED FOR 1 10 VOLT OPERATION. IF 
NEITHER SWITCHABLE NOR SINGLE VOLTAGE 1 10 VOLT UNIT 
AVAILABLE, PURCHASE UNIT DESIGNED FOR 220 VOLT OPERATION 
AS A LAST CHOICE. 

B. FIFTY EACH "ENGEL-LOETER", 60 RPT 60 WATT, MODEL 60S 
RPT 60S, ARLT CATALOG NO. B 79/455 RPT B 79/455, 

SWITCHABLE FOR OPERATION FROM EITHER 1 10 OR 220 VOLTS. 

C. TWO HUNDRED EACH SPARE TIPS FOR ENGEL-LOETER MODEL 20S, 
ARLT CATALOG NO. B 79/20 WB RPT B 79/20 WB. 

D. ONE HUNDRED EACH SPARE TIPS FOR ENGEL-LOETER MODEL 60S, 
ARLT CATALOG NO. B 79/60 WB RPT B 79/60 WB. 

E. ONE HUNDRED EACH SPARE TIPS FOR ENGEL-LOETER MODEL 60S, 
ARLT CATALOG NO. B 79/60 WR RPT B 79/60 WR. 

F. ONE HUNDRED EACH SPARE TIPS FOR ENGEL-LOETER MODEL 60S, 
ARLT CATALOG NO. B 79/60 WS RPT B 79/60 WS. 

3. ABOVE ITEMS A THROUGH F ESTIMATED TO COST UNDER DM 6000 
RPT DM 6000. 

4. BALANCE TO BE USED FOR PURCHASE OF TWO RPT TWO 
ADDITIONAL NIGHT VIEWERS WITH CARRYING CASE AT DM 12185 
RPT DM 12185 EACH. 

5. IF THERE IS SUFFICIENT REMAINDER, YOUR REQUEST TO 
PROCURE SAW SHARPENING APPARATUS IS APPROVED. 

6. REQUEST YOU ATTEMPT TO LOCATE COAXIAL CABLE STRIPPING 
TOOL CALLED KOAXBOX, MANUFACTURED IN 2970 BY THE FIRM OF 
AAT. (ASTON ABISOLIER-TECHNIK GMBH & CO KG, 8500 
NUERNBURG, ROTHENBURGERSTRASSE 33, TELEPHONE (09 11) 

26 01 33. THE DESIRED ITEM IS A TOOL WHICH 
SIMULTANEOUSLY STRIPS INNER CONDUCTOR. SHIELDING AND 
OUTER INSULATION FROM COAXIAL CABLE IN ONE SINGLE 
OPERATION. UNIT IS HAND-HELD AND HAND-OPERATED. PROCURE 
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STRIPPERS SUITABLE FOR USE WITHRG-59/U RPT RG-59/U AND 
RG-58/U RPT RG-58/U COAXIAL CABLES IN USE BY TSOS. 

STRIPPERS WILL BE USED TO PREPARE CABLES FOR CRIMP-ON 
CONNECTORS. PURCHASE UP TO 50 OF EACH UNIT TO THE EXTENT 
OF FUNDS REMAINING. 

7. ADVISE SY UPON RECEIPT OF ALL ITEMS. HOLD ITEMS FOR 
DISTRIBUTION INSTRUCTIONS. KISSINGER 
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